West, Robert W. H.O. testimony. Source, T-P 2/14/69 
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West testified that the plot was not complete because it does not 
show all the topographical features within the plaza; 


"What is the reason this is not complete?2 asked Alford 
"T^is is what was requested by the FBI agent. This is what he 
instructed me to include." 


the location of 

"He 88id he could not testify to tha accuracy of/ tee street signs, 
tut all ether aspects were the same 8B on Nov. 22, 1953". 


This testimony was repeated, as it is in the story (cols 7 and 8). 






Dymond made the mistake of Questioning him abou^ the limit to accuracy: 

"Dymond also questioned West about whether trees shown on his survey 
play accurately reflected their size. West said he did not attempt to show the 
dAsmeter or height of the* trees. 

"Questioned about this, West said the survey plat was accurate 
’within its limits’. Dymond asked what ttm c he meant, end he answered, "Within 
the limits indicated to me by the ; BI that this was the information they wanted 
shown on the mat)". 
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